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NOTIFICATIONS BY GOVERNMENT 

- - X - - 
LABOUR , EMPLOYMENT, TRAINING AND FACTORIES 

DEPARTMENT 

(Labour ) 
INDAN BOILERS ACT, 1923 AND BOILER RULES , 1967 

AMENDMENTS TO G .O .Ms.No. 5 ,LET & F (LAB ) DEPARTMENT, 
DATED : 27 -04 - 2015 . 
[GO. Ms. No.6 , Labour Employment Training and Factories 

(Labour), 30th April , 2015.] 
In exercise of the powers conferred by Section 29 ( f) of the Indian 
Boilers Act, 1923 (Central Act V of 1923 ), the Governor of Telangana hereby 
makes the following Amendments to the Andhra Pradesh Boiler Rules , 1967 
issued with G .O .Ms.No. 1659 , Home (Labour.II) Department, Dated : 
29 .09 . 1967. 

AMENDMENT 
In the said rules: 
for rule 5 , the following shall be substituted ; namely : 
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“ 5 . Every application for the Registration of the Boiler under sub 
section ( 1) of Section 7 of the Boilers Act, 1923 shall be accompanied by a 
fee as shown in the table below : 


Description 


Sl. 
No . 


Fee in 
rupees 


1000 
3600 


2 


3. 


4800 


5400 


6600 


7800 


9000 


10200 


For Small Industrial Boiler as per Chapter XIV 
For Boiler Rating not exceeding 10 Sq . Meters 
For Boiler Rating exceeding 10 Sq. Meters but not 
exceeding 30 Sq. Meters 
For Boiler Rating exceeding 30 Sq .Meters but not 
exceeding 50 Sq .Meters 
For Boiler Rating exceeding 50 Sq . Meters but not 
exceeding 70 Sq .Meters 
For Boiler Rating exceeding 70 Sq .Meters but not 
exceeding 90 Sq .Meters 
For Boiler Rating exceeding 90 Sq .Meters but not 
exceeding 110 Sq . Meters . 
For Boiler Rating exceeding 110 Sq . Meters but not 
exceeding 200 Sq.Meters 
For Boiler Rating exceeding 200 Sq .Meters but not 
exceeding 400 Sq . Meters 
For Boiler Rating exceeding 400 Sq.Meters but not 
exceeding 600 Sq.Meters 
For Boiler Rating exceeding 600 Sq . Meters but not 
exceeding 800 Sq. Meters 
For Boiler Rating exceeding 800 Sq . Meters but not 
exceeding 1000 Sq. Meters 
For Boiler Rating exceeding 1000 Sq .Meters but not 
exceeding 1200 Sq. Meters 
For Boiler Rating exceeding 1200 Sq .Meters but not 
exceeding 1400 Sq . Meters 
For Boiler Rating exceeding 1400 Sq .Meters but not 
exceeding 1600 Sq. Meters 


11400 


13200 


14400 


16200 


19200 


21600 


15 


25200 
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16 


17 


For Boiler Rating exceeding 1600 Sq.Meters but not 
exceeding 1800 Sq .Meters 

27000 
For Boiler Rating exceeding 1800 Sq. Meters but not 
exceeding 2000 Sq. Meters 

30000 
For Boiler Rating exceeding 2000 Sq.Meters but not 
exceeding 2200 Sq . Meters 

32400 
For Boiler Rating exceeding 2200 Sq .Meters but not 
exceeding 2400 Sq. Meters 

36000 
For Boiler Rating exceeding 2400 Sq.Meters but not 
exceeding 2600 Sq . Meters 

37800 
For Boiler Rating exceeding 2600 Sq . Meters but not 
exceeding 2800 Sq .Meters 

40800 
For Boiler Rating exceeding 2800 Sq . Meters but not 
exceeding 3000 Sq. Meters 

43200 
Above 3000 Sq .Meters, for every 200 Sq . Meters or 
part thereof an additional fee of Rs. 500 shall be charged 


HARPREET SINGH , 
Secretary to Government. 
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